Annexure 2 


REFUSE TARIFFS 
2016/17 


REFUSE 

APPROVED 

2015-16 

APPROVED 

2016-17 

PROPOSED 

2017-18 

PROPOSED 

2018-19 

Business daily 

707.08 

749.50 

794.47 

842.14 

CHARGE PER BIN COLLECTED 

Residential 

143.64 

152.26 

161.40 

171.08 

Business 

250.94 

266.00 

281.96 

298.88 

Flats 

123.53 

130.94 

138.80 

147.13 

Industrial per 

55.01 

58.31 

61.81 

65.52 

Institutions 

250.53 

265.56 

281.49 

298.38 

Old Age Homes 

36.26 

38.44 

40.75 

43.20 

Garden & rubble / load 

265.00 

280.90 

297.75 

315.62 


An average increase of 6% is approved for 2016/2017 on refuse removal. It is widely 
accepted that the rendering of this service should at least break even. The Municipality will 
have to implement a solid waste strategy to ensure that this service can be rendered in a 
sustainable manner over the medium to long-term 


